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BILL NO. S-92-09- 2) 


SPECIAL ORDINANCE no. SLEI- E) | 


AN ORDINANCE certifying and 

approving the need for the services 

of a consultant for part 2 of the 

NPDES Municipal Stormwater Discharge 

Permit Application for the City of 

Fort Wayne. 

WHEREAS, the City of Fort Wayne through its 
Board of Public Works and Safety desires to have 
professional engineering services to assist the City of 
Fort Wayne in negotiating the terms and conditions of the 
City's pending NPDES permit; 

WHEREAS, the City of Fort Wayne does not have 
the capability of performing this work with in-house 
forces; and 

WHEREAS, the Board of Public Works and Safety 
believes that there is a need to employ a consultant to 
perform this service; and 

WHEREAS, it is anticipated that the amount to 
be paid to said consultant, on an annual basis, will be 
in excess of $15,000.00. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. The Common Council of the City of 
Fort Wayne hereby certifies and approves the need for the 
services of a consultant to provide professional 
engineering services to assist the City of Fort Wayne in 
negotiating the terms and conditions of the City' pending 
NPDES permit; 

SECTION 2. This Ordinance shall be in full 


force and effect from and after its passage and an nd 








all necessary approval by the Mayor. 





Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 


Sewer Gang 


J. Timothy ulay, Ci Attorney 


BOARD OF PUBLIC WORKS 


RESOLUTION NUMBER 


RESOLUTION CONCERNING THE NEED FOR CONSULTANT SERVICES FOR PART 2 
OF THE NPDES MUNICIPAL STORMWATER DISCHARGE PERMIT APPLICATION 


WHEREAS, the City of Fort Wayne is mandated by the United 
States Environmental Protection Agency, under the Clean Water Act, 
to obtain a National Pollutant Discharge Elimination System i 
(NPDES) permit for the City’s municipal separate storm sewer 


system; and 


WHEREAS, Part 1 of the application for said permit was 
completed by the May 18, 1992 deadline and subsequently approved 
by the authorized State NPDES permitting agency, the Indiana 


Department of Environmental Management (IDEM); and 


WHEREAS, the second and final part of the application for 
said permit is due May 17, 1993; and 


WHEREAS, Part 2 of the NPDES permit application requires 
sampling and detailed analysis of wet weather flows through the 
City’s municipal separate storm sewer system, and the development 
and implementation of a comprehensive stormwater management 
program to monitor, control, and regulate the quality of the flow 


discharged through said system; and 


WHEREAS, the City of Fort Wayne is limited in the capability 
and experience necessary to complete Part 2 of said NPDES permit 


application with in-house forces; and 


. WHEREAS, the City of Fort Wayne, through its Board of Public 
Works, believes that there is a legitimate need for professional 
engineering consultant services to assist in the preparation of 


said Part 2 of the NPDES permit application; and 


WHEREAS, it is anticipated that the cost of said consulting 


services will be approximately $300,000. 


NOW, THEREFORE, the Board of Public Works hereby certifies 
and declares its intent to employ a consultant to provide 
professional engineering services to assist in the timely 
completion of Part 2 of the NPDES Municipal Stormwater Discharge 
Permit application for the City of Fort Wayne. 


RESOLVED this 2 DO SEPT AN BES 7 PA Z 


BOARD OF PUBLIC WORKS 





BY: 





Charles E. Layton 
Director of Public Works 





C. Jamés Owen 


Member 





Katherine A. Carrier 


Member 


« 
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ATTEST: = Å Boers. Å, Cree 


Patricia J. crick, Clerk 
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A Read the first time in full and on motion by L ; 
secondeéBy , and duly adopted, read the segond time by 


title and referred to the Committee on > (and the 
City Plan Commission for recom ion) and Public Heari 
due legal notice, at the Common Council Conference Room 128, City= 
Building, Fort Wayne, Indiana, on , the , day 


of 19 meat orelock Men BSS: Te. 
DATED: -ç -F Ea É EE 
SANDRA E. KENNEDY, CITY CLERK 


Read the third time in full and on motion by lell" 
seconded DY... o eo eee , and duly adopted, placed its passage. 
PASSED Leet by the following vote: 
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TOTAL VOTES å | / 
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GiaQUINTA oe 
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LONG 

LUNSEY ao 

RAVINE 


SCHMIDT 


- TALARICO 
DATED: GDS DE pe £ ie 7 


SANDRA E. KENNEDY, CITY SANDRA E. KENNEDY, CITY CLERK ` 


Passed and adopted by the Common Council of the City of Fort Wayne, 





Indiana, as (AN Ly 
(SP LY ZONING CE RESOHUPION NO. ca AD 
on the Sol sara of Åp Se her) Aye Ar 

ATTEST: at 





Al É oS EG rm. Te es 
SANDRA E. KENNEDY, CITY CLER PRESIDING OFFICER ; P 
Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
the AF AL day of ZPH å 19527 


at the hour of ff AS o'clock 











SANDRA E. KENNEDY, CITY CLØRK 


Approved and signed by me this LA day of Sende , 


19 IL yat the hour ot 8:45 o'clock Pettis] Hees ge ae 


VAN 


PAUL HELMKE, MAYOR 


DIGEST SHEET 


TITLE OF ORDINANCE _ ORDINANCE 

DEPARTMENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE APPROVES CONSULTANT FOR PART 2 OF THE NPDES 
PERMIT APPLICATION REQUIRING SAMPLING AND DETAILED ANALYSIS OF WET 
WEATHER FLOWS THROUGH THE CITY CITY'S MUNICIPAL SEPARATE STORM 


SEWER SYSTEM AND THE DEVELOPMENT AND IMPLEMENTATION OF A STORMWATER 


MANAGEMENT PROGRAM TO MONITOR, CONTROL AND REGULATE THE QUALITY OF 
THE FLOW DISCHARGED THROUGH SAID SYSTEM. 





EFFECT OF PASSAGE CONSULTANT MAY BE HIRED ~ COMPLIANCE WITH EPA 


UNDER THE CLEAN WATER ACT TO OBTAIN THE NPDES PERMIT. 


EFFECT OF NON-PASSAGE CONSULTANT CANNOT BE HIRED ~ NON-COMPLIANCE 


WITH THE EPA. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 





ASSIGNED TO COMMITTEE (PRESIDENT) 


5-92509>02 








BILL NO. 

REPORT OF THE COMMITTEE ON 

FINANCE 
MARK E. GiaQUINTA, CHAIR 
DONALD J. SCHMIDT, VICE CHAIR 
EDMONDS, RAVINE 

WE, YOUR COMMITTEE ON  FINANCE 70 WHOM WAS 
REFERRED AN (ORDINANCE) (RESNKUTISNX 
the need for the services of a consultant for pa of the NP zing 


Municipal Stormwater Discharge Permit ASer ET for the City of. 
Fort Wayne Le EE 








HAVE HAD SAID (ORDINANCE) (RESQENXXFRN) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (REXAKUEXLANX re ee 


L PASS DO NOT PASS EBSTAIN NO REC 
\ | å » 


DIG DE eee. Se a DN 


DATED: 7-Fa- Go- 


Sandra E. Kennedy 
City Clerk 


